Indane gas online 

When buying your LPG: 

- Always buy LPG cylinders fromlOCL-authorised dealers only. 

- When the LPG cylinder is delivered to your home, please check to ensure that the Gas seal should be 
present and intact. Do not accept the cylinder if the seal is broken 

When cooking with LPG: 

- Keep windows open to ventilate your kitchen. 

- Do not place flammable or plastic items near the flame. 

- Turn pan handles away from the flame. 

- Never leave your cooking unattended. The sauce or liquid in your cooking vessel could overflow and 
extinguish the burners, causing gas to leak. 

Indane Gas Information 







Online Booking is now 
available at all major cities. 



LPG maintenance 

- Always keep the LPG valve / regulator switched off when your gas stove / oven is not in use, especially 
at night and when going on a holiday. 

- Always store the LPG cylinder in an upright position and away from other combustible and flammable 
materials. Store no more than one spare LPG cylinder at any given time. 

- Check for gas leaks regularly by applying soap solution on cylinder joints. The appearance of soap 
bubbles indicates leak points. Do not use open flame to detect leaks. 

- Always replace worn-out or defective tubing and regulators. Half of all gas-related cooking accidents 
occur due to leakages from the rubber tube. Change the tubing every two years and the regulator every 
five years. Use only regulators and tubes ISI Mark indain gas 

- Make sure all parts of the installation are in good condition. If you should find anytime wrong with any 
part, contact your distributor immediately and ask for assistance. 

- Never tamper with your LPG cylinder. 

Security Deposit for New Booking of Indane gas connection 

The Indane gas connection for cylinder of 14.2kg has to pay security deposit around 1250 for non north eastern states citizens. 



It is rs.900 for seven north eastern states citizens. The security deposit for cylinder of 5 kg is rs.350, and for the cylinder of 19 kg 
is rs.1500. 



Cost of an Indane Gas Cylinder 

A single cylinder costs around rs.500 which weighs 14.2kg. 

The cost of the gas cylinder from rural to urban areas. 

A gas cylinder delivery normally takes around 20 to 30 working days. It is always advisable to make the order before a month of 
the completion of the existing gas. 



